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Mayor H. Clay Cummings organized the research and planning for 
The construction of the Heber Light and Power Company and supervised 
the land acquisition and all phases of building this city owned utility. 
He was proud of the fact that this became not only self supporting, but 
brought revenue to Heber City. 


Above picture shows the newly constructed power plant, the 
engineer and Mayor Cummings. Bottom pictures shows Mayor Cummings, Tom 
Tadd and Ren Wootton. 


